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Lesson Topic 5-1-2

61.  Refer to the Functional Block Diagram of'the
Airborne Search Radar Trainer.  Major test
point 6 is the

a.  bootstrap sweep return to the antenna.

b.  range marks video out of the synchro-
nizer.

c.  composite stabilization signal.

d.  pitch reference.

e.  AFC crystal current.

62.  There are situations when a technician has
a part number for a component and must
determine the physical location and possibly
a description of the component.  This can be
done by using the Numerical Index, Section
III of the IPS, to cross reference to the
Figure and Index number.  Refer to section
III and locate part number 529260C60059,
notice that the Figure and Index number is
1-12.  When two or more Figure and Index
numbers'are given the number used should be
from the Board, Card, or Assembly that is in
work.  Now go back to the Group Assembly
Parts List.  You may go directly to the
figure to determine the location, or you can

68. Figure and Index
